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KRRATA. 

Note —Correct in Part I, of this paper, the following errors 

Page 391, line 7 from top, read ■— 

V m = Q —- G j instead of F m = Q — 

Page 394, read equation 12 -— 

2 3 x +Jy = C _±Jt instead of b — ^ C + V 

2 f l 'If 2 fl 'If 

Page 396, line 13 from top, read — 

C f- y instead of r < y 

Page 393, line 3 from bottom, read — 

A D, instead of A C. 

Page 405. line 10 from bottom, read — 

Fig. 18, instead of Fig. /p. 
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In Figs. 8, 10, 12, ig, 16, the abscissa g m is omitted in the 
lower part of the figures. 

In Fig. 9, g m b g m 3 , g m . h g m ; h is omitted in the upper part of the 
figure. 

In Figs. 18, 19, g H is omitted in the lower part of the figure. 


In Part II, correct: 

Page 491, line 16 from bottom, read — 

1 ' ( )'), instead of 1 ' (//) 

Page 493, line 13 from bottom, read — 

T m cos ji m = r m cos ji m -f II, instead of T m = r m ± II. 
Page 494, line 5 from top, read — 

T m c« ,? m = + 11 , instead of T m ~ + ± II. 

Page 55. lines 17 and t8 from bottom, read — 

“ lines of the loads,” instead of “ lines ot the forces.” 


Page 56, line 15 from bottom, read — 


W tu — N m sin «... = V m> instead of W„. — 


d x„ 


N m sin o.„ 


V„. 


Page 60, line 8 from top, read- 


W m — — 52 —,= S m • ^ ,Cn ‘ instead of 
a in It m 

W ■— M m M m _. 1 _ JO , d X m 

rr m — 7- — '’m . * 

11 m 

Page 236, line 8 from bottom, read — 

( ^ ) = 0-01805 + ( 3-15568 — 0 - 0527 ) — 0 ’ 01 , instead of 

( v) 3 — °' 01806 + ( 0-15568 — 0 0527 ) — 0 01 
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